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Smith, Hinchman & Grylls Associates, Inc. 

455 West Fort Street 

Detroit, Michigan 48226 . 

Attention: Mr. Wm. Everett Medling 

Gentlemen: * 

Enclosed herewith are the GSA Guide Specif ications for 
Elevators and Fire Emergency Elevator Operation. This 
enclosure is for your inf orma ticn and not a project 
directive. Please advise your comments and recommendations. 

Sincerely, 

New Building Project Office 
Office of Logistics 
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